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pumicing of surfaces painted with white lead are subject
to the following" requirements :
Measures Imposed on Master Painters
SECTION 2. Master painters or foremen cannot use
white lead, except under the form of stiff paint ground
or mixed in oil.
SECTION 3. The handling of white lead, under this form,
must be done in such a way as to avoid contact with
the substance by the hands as well as the production of
splashes. Master painters or foremen will place at the
disposal of the staff the articles necessary for this purpose.
SECTION 4. Master painters, foremen, or their deputies
must take care that the material and equipment in
general are kept in good order.
SECTION 5. Dry rubbing down and pumicing of sur-
faces, painted or coated with white lead, are interdicted.
SECTION 6. Master painters, foremen, or their deputies
must see that the workmen ordered to carry out the
operations, mentioned in Section i of the present Warrant,
wear a garment and a cap exclusively reserved for the
work. The clothes which the workmen strip off, to
work, must be kept protected from poisonous dust.
SECTION 7. Master painters or foremen must place at
the disposal of their staff, both in the working yards and
in the workshops, water, the articles and the products
required to rinse the mouth, to wash the face and hands
.with soap, as well as to wipe themselves. Master painters,
foremen, or their deputies must take care that their staff
undergo these operations before consuming food or
drink, and before quitting the workshops or working